DEPARTMENT OF THE ARMY 


LOS ANGELES DISTRICT, CORPS OF ENGINEERS 
P.O. BOX 2711 
LOS ANGELES, CALIFORNIA 90053-2325 


REPLY TO August 22, 1986 


ATTENTION OF: 


Operations Branch 


Mr. Ron Andrews 

Department of Recreation and Parks 
City of Los Angeles 

3900 Chevy Chase 

Los Angeles, California 90039 


Dear Mr. Andrews: 


Attached is a memorandum from Ms. Susan Tobias, of our staff, concerning 
your problem with the flushing of Playa del Rey Lagoon. 


Ms. Tobias indicated that there would be no problem in removing the 
failed control gate to reestablish tidal flushing. There is only minor 
Seepage into the pipe which oceurs at the seams, and will cause no problem 
with embankment erosion. These seams should be resealed, however. 


We discovered that the end of our corregated metal pipe has collapsed at 
Ballona Creek. This will slow flow in the pipe, so we will straighten or 
remove the damaged end to facilitate drainage and flushing. We will also 
repair any of the leaks which exist in our corregated metal pipe. 


Sincerely, 


OQ m. Halt 


Atch JAMES J. EDINGER 
Chief, Construction- 
Operations Division 


